Chicago Board Of Education 


Dave Cooper (#1773) 


This item may be common to collectors of US 
perfin, but may be of interest to hose who don’t 
focus primarily on them. It is a simple cover with the 
corner card of Fenger High School, and an address 
in Chicago. It is franked with a single common 4¢ 
pink Lincloln perfinned BOE (US B177.5). This is 


i 


FENGER HIGH SCHOOL 


the pattern of the Board of Education of Chicago, 
Illinois. It is easy to assume Fenger High was an 
authorized user of the pattern, but has anyone 
attempted to compile a listing of the schools and 
offices which used this pattern (or similar BOE 
patterns for any school district? 
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